154 


HARYANA GOVT GAZ ., JAN . 30, 1973 (MAGHA 10, 1894 SAKA ) 


[ PART I 


AGRICULTURE DEPARTMENT 

The 19th / 23rd January , 1973 
No. 8560 - Agr I( III )-72/1094.--It is hereby notified that the following officers/officials of Agricul 
ture Department have passej the Departmental Examination in Accounts held in October , 1912 , as indicated 
against their names : 


Serial No. 


Roll No. 


Names 


Designation 


Standard of passing 


Sarpshri 
Baldev Raj 


18 


Satatistical Officer 


With Credit 


2 


2 


Ram Diyal Mehta 


Agriculture Inspector 


Higher Standard 


3 


12 


Partap Singh Pal 


Ditto 


Ditto 


14 


Ranbir Singh Singal 


Ditto 


Ditto 


5 


29 


Ashok Kumar Sood 


Ditto 


Ditto 


6 


40 


Kalyan Dutt 


Assistant Cotton Extn . 

Officer 


Dirto 


1 


62 


Ajmer Singh Taiya 


Agriculture Inspector 


Ditto 


8 


64 


Ditto 


Satya Pal Raj Pal 
Ram Dass Girdhar 


Ditto 
Lower Standard 


9 


16 


Ditto 


10 


17 


Raj Kumar Sethi 


Ditto 


Ditto 
Deputy Director 


21 


Ramesh Kumar 


Ditto 


12 


23 


Ditio 


Shyam Behari Singal 
T. D. Sharma 


Agriculture Inspector 

Ditto 


13 


44 


Ditto 


14 


48 


Braham Sarup 


Ditto 


Ditto 


15 


10 


Satya Pal Singh 


Ditto 


Ditto 


G. L. BAILUR , Secy . 
OFFICE OF THE CHIEF ENGINEER , HARYANA, P. W. D., PUBLIC HEALTH 

BRANCH 


The 22nd January , 1973 


No. 8-73 / 1417 -PH / EII .- Consequent upon his ad hoc appointment as Sub -Divisional Engineer in 
the scale of Rs 400–30–700 /40—1,100, Shri Ramesh Kumar Arora , assumed charge of the post of 
Assistant Engineer and P. A. to Superintending Engineer , Public Health Circle, Hissar, with effect from 
9th January, 1973 ( forcnoon ). 

The 23rd January , 1973 


No. 16-72 / 1534 - PH /EII.- On acceptance of his resignation Shri Balraj Nath , Assistant Engineer 
and P. A. to Superintending Engineer, P.W.D., Public Health Circle , Faridabad handed over thc charge of his 
duties to Shri M. L. Sharma on 19th December, 1972 (afternoon ) , 

J. L. SETHI, 


Chief Engineer , Haryana , 
P.W.D., Public Health Branch , 

Chandigarh . 


